
Car Care Centers Salem 



Is to provide our customers with exceptional customer service, 
Professional high quality repairs to their vehicles at a fair price 
using state-of-the-art computer diagnostic equipment and to 
conduct our business in an ecologically and sustainable manor. 





— — — 

Properly functioning brakes are the most important safety system your vehicle has. 
Our free brake safety inspection will tell you that your brakes are functioning 
correctly or what type of service may be needed to ensure your safety. 

Whether your vehicle has disc or drum brakes or a combination our technicians can 
return your vehicle to peak operating efficiency. 

Hydraulic systems can absorb moisture leading to high brake temperatures, boiling 
brake fluid and loss of stopping ability even with new mechanical components, so 
our technicians will not neglect your brake hydraulic system. Inspection of the brake 
fluid, master cylinder, calipers, wheel cylinders and hoses are never overlooked. 




Transmission Repair 




Need a filter and fluid replacement? Need a linkage adjustment? Need a new 
transmission? Our highly trained staff knows the answer to these questions. If your 
transmission is not acting like it should bring your vehicle in and we can diagnose 
the problem. And then we can fix the problem, usually for a lot less than the cost of 
replacement. 



Our highly skilled transmission experts can remove and perform a complete 
overhaul on your transmission using the finest parts and skills to give perfect 
performance and drive ability of your car and pick-up truck. Import or domestic we 
can do them all! We can also overhaul transfer cases and solve 4X4 problems. 





Proper maintenance is vital not only to your cars longevity and performance but also 
to fulfilling the requirements of your new car or extended warranty. Our 
knowledgeable staff can help you understand your obligations and assess your 
vehicle's needs. Proper maintenance pays now in better performance and fuel 
economy and later in less expensive upkeep and repairs. 

Your vehicle's owner's manual spells out their requirements for your vehicle. If you 
do not have that information or it is confusing ask us about it. Our state of the art 
information system gives access to all manufactures' information so that we can take 
care of your vehicle. 

In most cases the 30k, 60k, 90k and look services are vital to the proper 
maintenance of your vehicle. Let us schedule these important services today and 
remember that our services fulfill your manufactures' requirements and can be 
performed by us for a fraction of the price of the new car dealer. 




For more information please 

visit 




http ://www,autoteamsalem.com 



